THE  ARCHBISHOP'S  CHAPEL 

Shows  authentic  old  Santos,  Altar  and  hand  painted 
windows.  This  Chapel  built  by  Archbishop  John  B.  Lamy 
in  the  1870's,  is  preserved  in  its  original  state  on  the 
grounds  of  world  famous  BISHOP'S  LODGE,  Santa  Fe, 
New  Mexico. 

James  R.  Thoipe  Jr.,  Co-owner,  Manager 

Photography  by  Karl  Reichel 


-o 

O 


Pub.  by  Karl  Re 
4877B 


chel.  Scottsdale,  Arizona 


PLACE 
STAMP 
HERE 


POST  eARI) 


